a. QUADRIPARTITE :  Dunstable Abbey, Bed-
fordshire.   Mid-Twelfth Century.

b. QUADRIPARTITE:   St. Cross, Winchester.
Late Twelfth Century.

c. TIERCERON":    Exeter   Cathedral.     Earlier
Fourteenth Century.

d. LIERNE :   Gloucester Cathedral Choir.    Ca.
1350.

e. FAN VAULT PROTOTYPE :  Divinity School,         /. FAN VAULT :   Sherborne Abbey, Dorset.   Ca.
Oxford.   Ca. 1475.                                                          *5<>o.
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